AMENDMENT NO. 1 JUNE 2018 
TO 
IS 4151 : 2015 PROTECTIVE HELMET FOR TWO 
WHEELER RIDERS — SPECIFICATION 


(Fourth Revision) 
(First cover page, Hindi Title) — Substitute ‘Garr for EIGI 
(Page 1, clause 2) — Substitute the following for the entry for IS 15575: 
IS No. Title 


15575 (Part 1): 2016/ Electro acoustics — Sound level meters: Part 1 
IEC 61672-1 : 2013 Specifications (first revision) 


(Page 4, clause 6.9, line 6) — Substitute '1 200 g' for '1 500 g'. 

(Page 5, clause 7.2.1) — Substitute the following for the existing clause: 
‘7.2.1 The absorption efficiency shall be considered sufficient where the 
resultant acceleration measured at the centre of gravity of the head form meets 
the following requirements: 

a) Peak acceleration does not exceed 400g; 

b) Accelerations in excess of 200g does not exceed a cumulative 
duration of 2.0 millisecond; and 

c) Accelerations in excess of 150g does not exceed a cumulative 
duration of 4.0 millisecond.’ 

[Page 7, clause 9.1(g)] — Insert the following at the end: 

‘h) The words ‘Two Wheeler Helmet’ on outer surface of the helmet.’ 


(Page 14, clause C-2.4.2) — Delete. 


(Page 14, clause C-3.3.1, line 10) — Substitute ‘6.00 *9>m/s’ for 
“7.5 4815 m/s’. 


Amendment No. 1 to IS 4151 : 2015 


(Page 14, clause C-3.3.1, line 11) — Substitute ‘5.501945 m/s’ for 
‘5.5 £815 m/s’. 


(Pagel4, clause C-3.3.2, second sentence) — Substitute the following for 
the existing sentence: 


‘The acceleration against time at the centre of gravity of the headform is 
measured and recorded.’ 


(Page 17, clause E-1.3.1, line 4) — Substitute ‘8.50 +815 m/s’ for 
‘8.5 4815 m/s’. 


(Page 22, clause G-1.1, line 2) — Substitute ‘IS 15575 (Part 1)’ for 
‘IS 15575’. 
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